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The Mint of the United States at Philadelphia, Penn., 
Superintendent’s Office, 
May 7, 1880 


Sir 


In answer to your letter of inquiry relating to the granting of leave of absence, I would 
respectfully state, that I was not aware of the rule requiring the approval of the Superintendent to 
an application for a short leave of absence, and furthermore this department has never been 
furnished with any printed form of application such as I now find in use in some of the other 
departments. In future I will see to it that your instructions are obliged. 


I am very respectfully, 
Your obedient servant, 
Chas. E. Barber 
Engraver 


A. Loudon Snowden, Esq. 
Superintendent 


